This switch is design to delivery momentary 12 volts for a starter circuit. This switch is design to delivery momentary 12 volts for a starter circuit. 


1. Connect one post to a good 12 volt source with a 12 gauge wire. (usually 1. Connect one post to a good 12 volt source with a 12 gauge wire. (usually 


this is the "start" post on the ignition switch). 
2. Connect the other post to the starter solenoid. 


3. Turn ignition key to the "start" position, and push button. The starter 


should engage. 
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PART # 


900151 


DESCRIPTION: 
PUSH BUTTON 
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